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19 April 1979 


25X1 MEMORANDUM FOR: DD/PTOS 
FROM: C/TSD MW. 
SUBJECT: Update of Physical Security Standards 


for SCI Facilities by SECOM 


2x1 


In accordance with your request, this is to advise 


25X11 that je — — — — — ~ wae be the TSD Representative to 


assist SECOM in the update of the Physical Security 


Standards. 


PS. I can't spare him for four years, so it will have 


to move faster than the previous exercise. 
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